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Green Line Surge 
February 20 - March 8 
Copley/Brookline 
Hills/Babcock/Cleveland Circle 


° 99% restriction-free track on light rail 
¢ 11 speed restrictions removed 
¢ Construction work occurred 24/7 


¢ Focus: Safety, reliability, and passenger 
comfort improvements 


¢ Infrastructure work included repairs 
and upgrades to track, signals, and 
power 


¢ Station work included lighting, painting, 
wayfinding, and signage upgrades, 
cleaning, and inspections 


Green Line Surge Critical Work 


Notable track work included: 


¢ Infrastructure Upgrades: 
¢ Installed 13K ft. of rail, 1,300 ties, BPP 
18,00 plates, 4,000 ft. restraining rail, ‘squssipiaiermes 
2,800 ft OCS wire 
¢ Tamped 21K+ linear ft. of track 
e Repaired & installed switches 
¢ Repaired tunnel leaks 


¢ Improved Passenger Experience: 
¢ Safer, smoother, more reliable trip 
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Recent Incidents 


Questions? 


